48                          THE   GREAT   DESIGN

to consist of sixty-six plenipotentiaries triennially nominated
by the constituent States of the Federation as follows: four
delegates each by the Pope, the Emperor, the Kings of France,
England, Spain, Denmark, Sweden, Lombardy and Poland,
and the Venetian Republic, and two from each of the rest.1
The Senate was to be in perpetual session, but to appoint
various sub-committees, which were to be strictly sub-
ordinate to the Senate. From their decisions there was always
to be an appeal to the Senate.

The Senate was to determine its own procedure, but its
main functions would be to make laws and ordinances for
the Federation, to keep the constituent States up to their
engagements, to adjust, on an equitable basis, the details of
the territorial partitions, to 'deliberate on any affairs that
might occur; to discuss the different interests, pacify the
quarrels, clear up and determine all the civil, political and
religious affairs of Europe, whether within itself or with its
neighbours/

Important points still to be determined were, the place of
meeting, whether the Senate should have a fixed location, or
be ambulatory, and whether it should sit as a single body,
or be divided into three Grand Committees of twenty-two
members each. If in three, one Division should sit per-
manently at Paris or Bourges, and the other two 'somewhere
about Trent and Cracow'. If the Senate should sit as an
undivided whole, its place of meeting, whether fixed or
ambulatory, should be localized in some central city or cities,
such as Metz, Luxemburg, Nancy, Cologne, Mayence, Treves,

1 Sully^s arithmetic, here as elsewhere, seems faulty, since two delegates
from each of the remaining five States would not make up the suggested
total. The King of Hungary, despite his importance, has dropped out.